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Designed for the untrained person. Gives practical help in the organization of the small 
school library, and in the development of a workable yet effective library service within 
the school. This book is not intended as a substitute for training. 


TABLE OF CONTENTS 


INTRODUCTION 


Philosophy of school library service. 
Standards for school libraries. 


PUPILS AND TEACHER-LIBRARIAN 


The library as a coordinating agency. 
The teacher-librarian as a_ stimulating 
agent. Student library assistants. Clubs. 


ORGANIZING THE BOOK 
COLLECTION 


Sorting and weeding. Organization and 
records needed in the school library. 
Accession record. Temporary book slips. 
Mechanical preparation. Marking classi- 
fication on book covers. Arrangement of 
books on the shelves. Inventory and in- 
ventory record. Lending system. List 
of supplies and equipment for organizing. 


ORGANIZING BOOK COLLECTION: 
CLASSIFYING AND CATALOGING 


Dewey decimal classification. Shelf list. 
Cataloging. Rules for filing catalog cards. 
List of supplies and equipment for tech- 
nical organization. 


BOOK SELECTION AND ORDERING 


Evaluating books. Evaluating the book 
collection on hand. Selecting books for 
purchase. Preparing purchase orders. 
Sets and subscription books. Reference 
collection. Book lists. 


NON-BOOK MATERIALS 


Magazines or periodicals. Pamphlet, 
clipping, and picture files. Other audio- 
visual materials. 


INSTRUCTION IN USE OF BOOKS 
AND LIBRARIES 
Library understanding needed by pupils. 
Diagnostic tests. Selected bibliography 
on library instruction. 


CARE OF THE LIBRARY 

AND THE BOOKS 
Attractive library room. Care of books. 
Repair of books. Professional rebinding. 


ROOM ARRANGEMENT, FURNI- 
TURE, EQUIPMENT 


PUBLICITY AND PROMOTION 


Teacher-librarian and the community li- 
brary program. Teacher-librarian and 
the library profession. Bulletin board 
display. Annual report to the school. 
Publicity pickups. 


GLOSSARY 


BIBLIOGRAPHY: TOOLS FOR THE 
TEACHER-LIBRARIAN 


APPENDIX 
Check lists for carrying out recommenda- 
tions. 


INDEX 


Mary Peacock Douglas, English teacher and teacher-librarian, 1923-1925, and school librarian. 
1925-1930, has been State Director of School Libraries for the North Carolina Department 


of Public Instruction since 1930. 
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U. S. PuBLic DOCUMENTS . 
INDEX, SEPT. 1940-AUG. 1941 
CORRECTIONS 


FREE AND INEXPENSIVE MATERIAL 


Attention is called to the fact that the Annual Index of 51 pages is 
inserted in the center of this issue. Loosen the staples and lift out the 
Index for binding. This leaves the paging of the August issue intact. 


ZAIDEE B. Vosper, EDITOR 


The Booklist is published semimonthly, October through July, and monthly in August 
and September, by the American Library Association, 520 North Michigan Avenue, Chi- 
cago, Ill. Subscription price, $3 a year; 25 cents a copy. Entered as second-class matter 
September 30, 1940, at the post office at Chicago, IIl., additional entry August 14, 1935, at 
the post office at Milwaukee, Wis., under the Act of March 3, 1879. Acceptance for mail- 
ing at special rate of postage provided for in United States Postal Act of October 3, 1917, 
Section 1103, amended February 28, 1925. Printed at the Wisconsin Cuneo Press. 


Neither the Editor nor the A.L.A. assumes responsibility for the statements of those who 
contribute articles to The Booklist. 

Publishers who wish to use a Booklist entry for advertising purposes are requested to 
use some such phrase as “Listed in The Booklist of the A.L.A.,” not “Recommended 
by the A.L.A.” The latter falsely implies action on the part of the Association. 





RADIO BOOKS 


Industrial Training 


MILITARY 


CIVILIAN 


INDUSTRIAL 


%& You will render a service to a wide variety of your 

readers and to the Industrial Training Program of your 
Country by making available these books. They will be 
appreciated not only by military trainees but also by 
professional radio repairmen and young men seeking an 
industrial training in an outstanding profession with a 
future. They are in daily use in schools, colleges, libraries 
and government institutions, and most are acknowledged 





the authority on the subjects covered. 


Cathode Ray Tube 

A universally used testing 
device in radio and electrical 
fields, the cathode-ray tube— 
giving accurate information 
about electrical wave forms— 
is invaluable in radio main- 
tenance operations. labora- 
tories and electrical research. 
om 7th printing. 338 pages. 


Frequency Modulation 
Explains FM. Introduces the 
principles underlying this im- 
portant new type of radio 
transmission and _ also the 
maintenance of FM receivers. 
Selling 1.000 copies a month. 
136 pages, $1.00 


Meter at Work 


Elementary treatise covering 
theoretical as well as practical 
aspects of all kinds of electric 
meters. 6000 sold since publica- 
7 Dec. 1940. 152 pages. 


Oscillator at Work 
This book explains how to get 
maximum utility—test and re- 
pair, all kinds of oscillators. 
256 pages. $1.50 


Automatic Frequency 


Control Systems 
Explains everything about 
new push-button radio re- 
ceivers—simple and complicated 
systems of a-f-c and auto- 
matic tuning. 144 pages. $1.00 


Servicing by Signal 
Tracing 


Explains the most fundamen- 
tal system of radio servicing 
embraced by thousands of pro- 
fessional servicemen. Coast 
Guard is one of many Govern- 
mental institutions using it. 
Sixth printing. 360 pages. $2.50 


Servicing Superheterodynes 

Comprehensive, easily under- 
stood explanation of this com- 
mon but complex radio circuit. 
a PD printing. 288 pages. 


Vacuum-Tube Voltmeters 

Favorite tools of radio en- 
gineers and repairmen, vacuum- 
tube voltmeters are explained 
from theoretical and _ practical 
aoe in this book. 180 pages. 


An-Hour-a-Day 
With-Rider Series 
Fundamnetal books every ra- 
dio beginner should read to 
provide solid foundation for ad- 
vanced study 
on Alternating Currents in 
Radio Receivers 
on Resonance and Alignment 
on Automatic Volume Control 
on D-C Voltage Distribution 
Hard cover bindings—60c 
each. 


—and for radio repair reference work 


RIDER MANUALS 


Recommended by ALA Booklist and used by all successful profes- 
sional radio repairmen in all parts of the world. 


NOW IN TWELVE VOLUMES 


Totaling 16,268 Pages 


Write for Catalog—Describes Books In Detail 
ORDER FROM PUBLISHER OR YOUR DEALER 


JOHN F. RIDER PUBLISHER, INC. 


404 Fourth Avenue, New York City 
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Educational - General 
Americana - First Editions 
Gine Sets 
A rare opportunity to secure many 
“out-of-print” and staple titles at low 


cost. Accumulation of 39 years offers 
you a selection of more than 


50,000 runs 


Both new and used books, all guar- 
anteed in good condition. Send us 
your want lists or 


MAKE UP YOUR ORDER FROM OUR 
FREE 100-PAGE CATALOG 


COLLEGE BOOK CO. 


Established 1902 
COLUMBUS, OHIO 


for Book Week 


GIFTS FOR 
CHILDREN'S 
BOOKSHELVES 


Completely revised and enlarged 
new edition will present a briefly 
annotated, attractively printed list 
of 211 books: for the very young, 
for boys and girls from 7-9 years 
old, for those from 10-12, and 
for the teens. Available for quan- 
tity distribution. 


Ready in September. 
Prices to be announced. 


American Library Association ¢ Chicago 
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U. §. Public Documents 


Compiled by Cart H. Metrnat, Western Reserve University Library 
Send requests to Superintendent of Documents, Washington, D. C., unless 


otherwise stated. 


Aeronautics 


Aircraft instruments. 1940. 184p. illus. charts. 
(War dept., Technical manual 1-413) 30c. 

Information on the purpose, operation, use, and 
maintenance of about 50 instruments used in the 


conventional two-engine bomber or transport air- 
plane. 


Airplane structures. 1940. 132p. illus. (War 
dept., Technical manual 1-410) 20c. 
Information on the structural details of fuselages, 
wings, stabilizers, wheels, brakes, etc. Also a sec- 
tion of definitions and nomenclature. 


Meteorology for pilots. 1940. 167p. illus. 
charts. maps. (Civil aeronautics admin. bul. 
25) Cloth, $1.25; paper, 75c. 

A meteorology text for pilots who have had no 
previous training in the subject. 


Pilots’ powerplant manual. 1940. 392p. illus. 
charts. (Civil aeronautics admin., Civil aero- 
nautics bul. 28) 75c. 

Of use to all students preparing for a commercial 
pilot certificate. The unit called the powerplant 


consists of the engine, the propeller, and the engine 
accessories. 


Practical air navigation. 1940. 245p. illus. 
charts. maps. (Civil aeronautics admin. bul. 
24) $1. 

Gives information on instruments, chart reading, 


cross-country flying, air navigation by dead reck- 
oning, radio navigation, celestial navigation, etc. 


Agriculture 


Agriculture and the Americas. 1941. folder. 
illus. (Agricultural adjustment admin.) Free 
from the Administration. 

Presents, by means of graphic illustrations, com- 
parisons between the Western and Eastern hemi- 


spheres, and other facts of the people, products, 
and trade of the Ameritas. 


Measuring and marketing farm timber. 1940. 
57p. illus. tables. (Dept. of agriculture, Farm- 
ers’ bul. 1210) 10c. 

Contains information of the kinds of timber prod- 


ucts, methods of measuring, current market prices, 
methods of selling, etc. 


Round the world with cotton. 1941. 148p. 
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illus. charts. (Agricultural adjustment ad- 
min.) Free from the Administration. 


This booklet “presents in simple, nontechnical 
style, a story of cotton at home and abroad. It 
uses easily understood words, photographs, charts, 
and pictographs to tell in entertaining fashion 
what has happened to cotton since its legendary 
origin in India 5,000 years ago.”’ 


Arctic Regions 


Arctic manual. 1940. 2v. 536p. (War dept., 
Off. of the Chief of the air corps) 70c. 

A general handbook of the arctic regions, giving 
information on physical geography, climate, light, 
animal life, vegetation, shelter, heat, food, drink, 
clothing, health, accidents, disease, travel, trans- 
portation, hunting, fishing, etc. 


Army 


Military courtesy and discipline. 1941. 40p. 
illus. (War dept., Basic field manual 21-50) 
10c. 


Includes rules to be observed in displaying the 
American flag. 


Selective service. v.1, no.l, Jan. 1, 1941+. 


illus. (Selective service system) Free from 
the System. 


A 4-page monthly news sheet the purpose of 
which is “the interchange of information and ex- 
perience among the various components of the 
Selective service system.”’ 


Soldier’s handbook. 1941. 253p. illus. (War 
dept., Basic field manual 21-100) 35c. 


The purpose of this handbook is “to give the 
newly enrolled member of the United States Army 
a convenient and compact source of basic military 
information and thus to aid him to perform his 
duties more efficiently.” Subjects treated include 
military courtesy, food and clothing, care and use 
of small arms, scouting and patrolling, map read- 
ing, first aid, pay and allowances, and a glossary 
of common military expressions. 


Books and Libraries 


Books in braille, 1939-1940. 1940. 13p. (Li- 
brary of Congress) Free from the Library. 


A classified list of braille titles of 1939-40 placed 
in distributing libraries, a list of which is included. 


Good references; adult education. 1941. 18p. 
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(Off. of educ., Bibliography 64) Free from 
the Office. 


This bibliography contains “selected and annotated 
references to materials dealing with the philoso- 
phy and theory of adult education, its organization, 
administration, and financing; and to certain spe- 
cific aspects, such as methods and techniques of 
instruction, the curriculum, university extension 
and correspondence work, creative discussion, and 
library programs and reading plans for adults.’ 


Laws affecting school libraries. 1941. 136p. 
tables. (Off. of educ., Bul. 1940, no. 7) 20c. 

The provisions of state laws are given under the 
following headings: procedures for establishment, 
financial support, administration and supervision, 
books, librarians, relationships with state library 
agencies, and relationships with public libraries. 


Buying Guides 


Buying and burning bituminous coal. 1941. 
lip. illus. (Dept. of the interior, Off. of the 
solicitor) Free from the Office. 

Information for consumers on how to choose the 


right coal and how to develop efficient firing 
techniques. 


Women’s dresses and slips, a buying guide. 
1940. 22p. illus. (Dept. of agriculture, Farm- 
ers’ bul. 1851) 5c. 

Gives pointers on the fabric, style, fit, cut, stitch- 


ing, trim, and workmanship of ready-made dresses 
and slips. 


Consumers 


The coal in your bin. 1941. 24p. illus. (Dept. 
of the interior, Off. of the solicitor, Study unit 
2-B) 10c. 

General consumer information about coal, followed 


by the governmental program to help the coal 
industry and the users of coal. 


10 close-ups of consumer credit. 1940. 48p. 
illus. (Farm credit admin., Cire. 25) 15c. 


A simple explanation of various types of credit 
such as buying on time, installment credit, charge 
accounts, personal finance companies, pawnbrokers’ 
loans, bank loans, etc. 


Economic Conditions 


Economic review of foreign countries, 1939 
and early 1940. 1941. 36l1p. tables. (Bur. of 
foreign & domestic commerce, Economic ser. 
9) 35c. 


Contains information on the outstanding economic 
developments in each country, with emphasis on 
the effects of war on the belligerent and neutral 
countries. 


Monthly income payments in the United 
States, 1929-40. 1940. 44p. charts. tables. (Bur. 
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of foreign & domestic commerce, Economic 
ser. 6) 10c. 
Statistics on annual and monthly income payments, 


along with an interpretation and use of the esti- 
mates. 


Production, employment, and productivity in 
the mineral extractive industries, 1880-1938. 
1940. 168p. charts. tables. (Work projects ad- 
min.) Free from the Administration. 

A convenient summary of some of the mineral 


statistics published each year in the Minerals 
yearbook. 


Structure of the American economy. Part 2, 
Toward full use of resources. 1940. 48p. (Na- 
tional resources planning bd.) 15c. 

A discussion of the full, balanced, and efficient 


use of American resources, with special emphasis 
on the problem of full employment. 


Forests 


Arbor Day, its purpose and observance. 1940. 
33p. illus. tables. (Dept. of agriculture, Farm- 
ers’ bul. 1492) 10c. 

Contains information on the origin and observance 
of Arbor Day, time of Arbor Day observance, and 


related provisions of state laws, tree planting for 
various purposes, publications about planting, etc. 


Forest resources of the douglas-fir region. 
1940. 169p. illus. tables. (Dept. of agriculture, 
Mise. pub. 389) 50c. 

This is one of the regional reports of a nation-wide 


forest survey and includes western Washington 
and Oregon. 


Tongass national forest, Alaska. 1940. 46p. 
illus. maps. (Forest service) Free from the 
Service. 

Information on timber resources, water power, 
recreation opportunities, wildlife, industries, In- 


dian tribes, glaciers, plants, towns, and transpor- 
tation. 


Fruit Growing 


Strawberry culture; eastern United States. 
1941. 43p. illus. (Dept. of agriculture, Farm- 
ers’ bul. 1028) 10c. | 

This information on commercial methods of plant- 
ing, fertilizing, cultivating, harvesting, and market- 


ing strawberries is applicable to the growing of 
strawberries in the home garden. 


Health 


But flu is tougher. 1941. [10p.] illus. (Public 
health ser., Workers’ health series 1) Free 
from the Service. 


A pamphlet on the cause, prevention, and cure 
of influenza. 
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Pneumonia; some important facts regarding 
treatment and control. 1940. 31p. illus. (Public 
health ser.) 10c. 

Presents, with the help of posters, the essential 
facts regarding the nature and control of pneu- 


monia, the disease which ranks third in the list 
of causes of death in the United States. 


Venereal disease and national defense. 1941. 
folder. (Public health ser., V.D. folder 7) 
Free from the Service. 


The Public health service’s fight against venereal 
disease is here tied up with national defense. 


Household Pests 


The house rat. 1941. 18p. illus. (Fish & wild- 
life ser., Wildlife circ. 6) 5c. 

Gives information on introduction, spread, breed- 
ing and other habits, economic status, relation 
to health, and repression of rats. 


Protection of log cabins, rustic work, and un- 
seasoned wood from injurious insects. 1941. 
22p. illus. (Dept. of agriculture, Farmers’ bul. 
1582) 5c. 

Information about the classes of insects responsi- 


ble for damage to wood, along with preventive 
and control measures. 


Housing 


Suggested emergency fair rent legislation; a 
report. 1941. 2lp. (Advisory commission to 
the council of national defense, Consumer 
division, Bul. 10) Free from the Division. 

This report presents suggested state legislation for 
the maintenance of fair rents by means of the 
creation of state rent commissions with power to 
designate regions within states as emergency areas 


and the application of rent control within those 
regions. 


Waverly; a study in neighborhood conserva- 
tion. 1940. 97p. illus. plans. tables. (Federal 
home loan bank bd.) Free from the Board. 
A study of neighborhood blight, decay, and final 


slum development, with a suggested preventive 
program. 


Industrial Training 


Electrical fundamentals. 1941. 155p. illus. 
charts. (War dept., Technical manual 1-455) 
25c. 


Basic facts on electrical energy, batteries, solution 
of circuits, magnetism, alternating current, etc. 
Also a list of electrical symbols and a glossary 
of terms. 


Grinding machines. 1940. 78p. illus. 


(War 
dept., Technical manual 1-422) 15c. 
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General information on grinding wheels, grinding 
operations, and finishing. 


Lathes. 1940. 94p. illus. (War dept., Technical 
manual 1-420) 15c. 


A manual on the construction, 
care of lathes. 


operation, and 


Surveying. 1940. 513p. illus. charts. tables 
(War dept., Technical manual 5-235) 70c. 
A manual on modern surveying methods, includ- 


ing directions for the care and use of surveying 
instruments. 


Topographic drafting. 1940. 302p. illus. charts. 
maps. (War dept., Technical manual 5-230) 
$1. 

Basic instruction on the use and care of drafting 


equipment, aerial photographs, map projections, 
plotting methods, etc. 


Labor 


Opinion manual of the General counsel, Wage 
and hour division, Department of labor. v.1. 
1940. 274p. (Wage & hour div.) Free from 
the Division. 

Comprises digests of all important opinions issued 
from June 25, 1938 to February 28, 1939 and all 
special opinions issued from March 1, 1939 to June 
30, 1939. Also included are digests of Interpreta- 
tive bulletins, numbers 1 to 14, revised as of March 
1, 1940. 


Publications of the Department of labor. 1940. 
60p. (Dept. of labor, Div. of publications & 
supplies) Free from the Division. 

This annual publication is arranged by bureaus 
and series and includes publications from the 
formation of the Bureau of labor in 1884. Most 
of the recent publications listed are obtainable free 
from the various bureaus. 


State labor laws for women. Part 1, Sum- 
mary. 1940. 18p. (Women’s bur., Bul. 156-1) 
5c. 

Provides the provisions of state laws regulating 


hours of labor, rest periods, night work, prohibitory 
occupations, etc. 


Latin America 


Agriculture in the Americas. February 1941-. 
illus. (Dept. of agriculture. Off. of foreign 
agricultural relations) 10c a copy; 75c per 
year. 

The purpose of this monthly periodical is ‘“‘to 
provide information on the agriculture of the 
hemisphere and the agricultural programs and 


policies of the governments of the American re- 
publics.” 


An analysis of the import and export trade 
of the Latin American countries. 1940. 55p. 
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charts. (U.S. Tariff commission) Free from 
the Commission. 


A graphic presentation of the foreign trade of 
Latin America by countries and by commodities. 


Mathematics 


Camp life arithmetic workbook. 1940. (Civil- 
ian conservation corps) No.1, First work in 
numbers. 61p.; No.2, Addition and subtrac- 
tion. 102p.; No.3, Multiplication and division 
and first work in fractions. 117p. Free from 
the Corps. 

These workbooks are used in elementary arith- 
metic instruction in CCC camps. 


Surveying tables. 1940. 392p. tables. (War 
Dept., Technical manual 5-236) 40c. 

A handbook of 56 mathematical tables including 
common logarithms of numbers, natural sines and 
cosines, conversion of feet to meters, standard time 
signals, conversion of mean time to sidereal time, 
squares, cubes, square roots, cube roots, common 
logarithms of circular functions, etc. 


Mexico 


Mexican government publications; a guide to 
the more important publications of the na- 
tional government of Mexico, 1821-1936. By 
Annita Melville Ker. 1940. 333p. (Library of 
Congress) Cloth, $1.25. 

A guide, with bibliographical descriptions, to the 
publications of the legislative, executive, and ju- 
dicial branches of the Mexican government. His- 
tory and description of duties of the various 
branches are included. 


Military Music 


Field music. 1940. 46p. illus. (War dept., 
Technical manual 20-250) 10c. 


Musical instruction in the field trumpet, field drum, 
and fife. 


Instructions for use in preparation for the 
rating of bugler, U.S. navy. 1940. 47p. illus. 
(Bur. of navigations) Free from the Bureau. 


Gives the rudiments of music and bugle exercises, 
followed by the music for the common bugle calls. 


National Defense 


Labor speeds defense; report of progress. 
1941. 40p. (Advisory commission to the coun- 
cil of national defense, Labor division) Free 
from the Division. 

This pamphlet describes the activities of the Labor 
division under headings such as employer-employee 
relations, labor supply, mobilizing our manpower, 
schools for defense workers, etc. Statistics on 
strikes in the United States are given in the 
appendix. 
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Second-hand machine tools. 1941. 13p. (Ad- 
visory commission to the council of national 
defense, Price stabilization division, Price 
schedule 1) Free from the Division. 

This is the first of a series of price schedules 
designed “to protect the public interests against 


those seeking to profit exorbitantly on defense 
requirements.”’ 


National Parks 


A brief history of the National park service. 
1940. 56p. illus. (National park ser.) Free from 
the Service. 


Contains information on the origin, organization, 
functions, and objectives of the Service. 


Colonial national historical park, Virginia. 
park ser.) Free 


1940. 16p. illus. (National 
from the Service. 

This park comprises Jamestown Island, parts of the 
city of Williamsburg, the Yorktown battlefield in- 
cluding Gloucester Point, and a parkway connect- 
ing the three areas. 


Gettysburg national military park, Pennsyl- 
vania. 1940. 16p. illus. (National park ser.) 
Free from the Service. 


Provides a brief illustrated history of the campaign 
and battle of Gettysburg. 


Guide leaflet of the west rim drive in Grand 
canyon national park. 1940. 14p. illus. (Na- 
tional park ser., Guide leaflet 3) Free from 
the Service. 


This is one of a new series of guide leaflets issued 
for use in the various national parks. 


Salem maritime national historic site. 1940. 
16p. illus. (National park ser.) Free from the 
Service. 

This historic site was established in 1938 to preserve 


certain buildings and wharves in Salem, Massachu- 
setts. 


Navy 


Marine corps manual. 1940. 1099p. (Head- 

quarters U.S. marine corps) $2. 

A loose-leaf manual, containing rules and regula- 
— for the instruction and guidance of the 
‘orps. 


The Naval reserve of the United States navy; 
a pamphlet for the instruction and guidance 
of Naval reserve officers. 1941. 76p. (Bur. of 
navigation) 15c. 

Contains regulations on administration, promotions, 
training, discipline, pay, uniform, etc. 





Corrections 


Parts I 


October 1, 1940, v.37, p31. Architectural 
forum, The book of low cost houses, L. C. 
number is (36-15912). 

February 1, 1941, v.37, p.237. The classifica- 
tion number for Baver, Soil physics, should 
be 631.43. 

May 15, 1941, v.37, p.439. The English title 
Take courage, given in the annotation un- 
der Manhold, by Phyllis Bentley, belongs 
to her previous book, The power and the 
glory. 

December 15, 1940, v.37, p.154. Coatsworth, 
A toast to the king, 40-35992. 

November 15, 1940, v.37, p.118. The price of 
each book listed under Harbrace editions is 
$1.89 not $1.98. 

November 15, 1940, v.37, p.119: Johnson, The 
books of American Negro _ spirituals, 
A41-546. 

February 15, 1941, v.37, p.263. The first entry 
on the page should read Joint committee 
on library research facilities for national 
emergency, not “defense.” 

August 1940, v.36, p.444. Under children’s 
material, the price of the Merit badge li- 
brary series pamphlet is 20c not 10c. 

November 1, 1940, v.37, p.92. Simenon, 
Maigret abroad, 40-10450. 

May 15, 1941, v.37, p.438. The classification of 
Wecter, The hero in America, should be 
920.073. 

March 1, 1941, v.37, p.294. The price of Weems 
and Zweng, Instrument flying, is $4 

April 15, 1941, v.37, p.391: Wright, v.1, Flight, 
a general survey of fundamentals of avia- 
tion, 41-51684; v.2, Flight, construction and 
maintenance, 41-7348. 

May 15, 1941, v.37, p.441. Writers’ program, 
Wyoming, 41-52444. 


Parts II 


November 1, 1940, v.37, Aeronautic training 
for national defense, p.109. The magazine 
American Aviation is published twice a 
month, not monthly. 

January 1, 1941, v.37, Dangers to democracy, 
p.191. The address of the publisher 
Bernays, Fighting the fifth column in the 
Americas, is Institute of Public Affairs, 
University of Virginia, Charlottesville. 


November 1, 1940, v.37, Aeronautic training 
for national defense, p.102. The price of 
Baughman, Baughman’s aviation diction- 
ary, should be $5. 


January 1, 1941, v.37, Dangers to democracy, 
p.204. The price of the “Civil liberties” issue 
of Building America, May 1940, is 30c. 

March 1, 1941, v.37, The shop’s library, p.304. 
The Carter Carburetor Corporation of St. 
Louis, Mo., mentioned in the introductory 
note under “Automobile Construction and 
Repair” as having free material on car- 
buretors, writes that this statement is mis- 
leading. While the firm has presented to a 
few libraries complimentary copies of 
Motor tune-up and carburetor servicing in- 
structions, they are unable to meet the de- 
mand created by this notice. The booklet 
sells regularly for $1 postpaid, and it will 
be sent upon receipt of that amount. 

March 1, 1941, v.37, The shop’s library, p.309. 
The price of Ghirardi, Radio physics course, 
should be $4. 


August 1940, v.36, p.455, Industrial training for 
national defense. The price of Audels 
welders guide, by Graham, should be $1. 

August 1940, v.36, Industrial training for na- 
tional defense, p.455. Arc welding in de- 
sign, manufacture and construction should 
be entered under the James F. Lincoln Arc 
Welding Foundation of Cleveland, O. 


April 1, 1941, v.37, Latin America: books for 
young readers, p.374. The correct title of 
the book by McConnell is Living in differ- 
ent lands, not Living in many lands. 

March 1, 1941, v.37, The shop’s library, p.312. 
Machinery, the monthly magazine, was de- 
scribed as “less technical than American 
Machinist.” Users of both magazines assure 
us that this is incorrect. Each magazine is 
a standard publication in this field and 
both appeal to the same group of readers. 

April 1, 1941, v.37, Latin America, books for 
young readers, p.371. The entry under 
Packard, Sinnott, and Overton should read 
Nations today which is the 1939 revision of 
Nations at work, a 1933 book. The paging 
reference in Nations today is p.377-433. 

November 1, 1940, v.37, Aeronautic training 
for national defense, p.103 and 106. The ad- 
dress of the Aviation Publishing Co., pub- 
lishers of Saladin, Assistant flight instruc- 
tor, p.103, and Nye, Metal aircraft design 
... p.106, is P.O. Box 58, Funton, Mo. 





Free and Inexpensive Material 


Send requests for material direct to the publishers named in the entry. All items listed are paper- 


covered unless otherwise indicated. 


American Council on Public Affairs, 2153 Florida 
Ave., Washington, D. C., has the following ma- 
terial for distribution: 


The American labor press, an annotated direc- 
tory; introd. by John R. Commons. n.d. 120p. $2. 
The coal industry; a study in social control, by 
Glen Lawhon Parker. 1940. 197p. $2.50; cloth, $3. 
Community employment problems under de- 
fense; a memorandum of the Council for de- 
mocracy. Feb. 1941. 23p. 25c. 

The consequences of an appeasement peace, by 
Livingston Hartley. n.d. llp. 10c. 

Farmers and defense, by Claude Wickard. n.d. 
40p. 25c. 

Freedom of assembly and anti-democratic groups; 
a memorandum of the Council for democracy. 
n.d. 27p. 25c. 


Beville, H. M. and Daniel, Cuthbert. Classification 
of educational radio research. 1941. 13p. mimeo- 
graphed. Federal Radio Education Committee, 
U. S. Office of Education, Washington, D. C., 50c. 


Camping in a democracy; report of camp seminar 
held at George Williams College, April 5-6, 1940 
(Character education in the summer camp, VII). 
1941. 52p. Association Press, 347 Madison Ave., 
N. Y., 85c. Contents: Developing an adequate pro- 
gram for the older camper, by Hedley S. Dimock— 
Facilitating the democratic process in camp, by 
Harvie J. Boorman—Stimulating creative experi- 
ence in campers, by Harry D. Edgren—Camps and 
other community agencies, by Ray E. Johns— 
Camping and the current social scene, by Roy Sor- 
enson. 


Dahl business and hospitality books. The Dahls, 
Haviland Rd., Stamford, Conn. 
Breads, rolls, waffles and muffins for quantity 
cookery, by Alice Easton. n.d. 93p. 50c. 
The efficient waitress manual, by J. O. Dahl. 7th 
ed. 1940. 64p. illus. 50c. 
Hotel housekeeping standards and employee 
schedules, by Ethel C. Schneider. 1940. 109p. 
cloth, $1. 
Recipes and menus for restaurant profits, by 
Alice Easton. 1940. 212p. cloth, $1. 
200 ways to control food costs in quantity cook- 
ing; comp. by J. O. Dahl. 1941. 191p. cloth, $1. 


Democracy in action series. Council for Democracy, 
285 Madison Ave., N. Y., each, 10c. 
(3) The Negro and defense, a test of democracy. 
1941. 40p. 
(4) Financing defense; how shall we pay the 
bill? 1941. 41p. 


Dixson, Robert J. Graded exercises in English for 
foreigners. 1940. 90p. multigraphed. Regents Pub. 
Co., 45 East 17th St., N. Y., 50c. 


The Enoch Pratt Free Library, Baltimore, has the 
following publications for distribution: 


Catalog department manual; prepared by Lucile 
M. Morsch. 1940. 160p. mimeographed. $1. 


The development of separate service for young 
people in public libraries of the United States, 
and its implications for library schools, by Marie 
I. Johnson. 1940. 43p. mimeographed. 50c. 


Stories to tell; selected stories and poems with 
annotations; prepared by the Children’s depart- 
ment. 1940. 62p. mimeographed. 25c. 


Graman, Herman R. A good mechanic seldom gets 
hurt; Safety Joe talks on the safety precautions 
needed for each machine tool in the shop. 1941. 
94p. illus. American Technical Society, Drexel 
Ave. at 58th St., Chic., mechanical binding, 50c. 


Groves, Ernest R., ed. Bibliography; books and 
pamphlets of interest to teachers and specialists 
in the field of marriage and the family. Reprinted 
from Social Forces, v. 19, no. 2, December 1940. 
236-243p. Order from Dr. Katharine Jocher, Social 
Forces, Chapel Hill, N. C., 25c. 


Headline books. Foreign Policy Association, 22 East 
38th St., N. Y., each, 25c. 
(30) War on the short wave, 
Graves; with 12 illus. 1941. 64p. 


by Harold N. 


Himber, Charlotte. Meet the gang; how the Y.M.C.A. 
by its family policies and gang programs serves 
boys forced to live in underprivileged neighbor- 
hoods. 1941. 72p. Association Press, 347 Madison 
Ave., N. Y., 50c. 


Hitch, C. J. America’s economic strength. 1941. 


114p. illus. Oxford univ. press, cloth, $1. 


Holland, Kenneth. Work camps for college stu- 
dents. Prepared for the American Youth Commis- 
sion. 1941. 32p. illus. American Council on Edu- 
cation, 744 Jackson Pl., Washington, D. C., 25c. 


Marshall, Albert P., comp. A guide to Negro peri- 
odical literature (Subject and author). Feb. 1941. 
29p. mimeographed. The compiler, Box 133, Lin- 
coln Univ., Jefferson City, Mo., 25c. 


Pergande Publishing Co., Milwaukee. Practice tests 
for civil service examinations, 3331 N. Bartlett Ave., 
Milwaukee, photoprinted, each, cloth, $1.50; paper, 
$1.10. 
Addressograph operator, 
1941. 52p. 
Editorial clerk and proofreader. 1941. 68p. 
Multilith operator, photostat operator. 1941. 56p. 
Social worker, employment interviewer. 1941. 
68p. 


graphotype operator. 


University of Chicago Round Table. Pamphlets. 
5750 Ellis Ave., Chic., each, 10c; 26 issues, $1. 
(169) War against the middle classes? by Peter 
Drucker and others. June 8, 1941. 29p. 
(170) The crisis and your pocketbook, by Ruth 
Ayres and others. June 15, 1941. 29p. 
(171) America and the German-Soviet war, by 
Neil H. Jacoby and others. June 22, 1941. 29p. 
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REFERENCE BOOKS OF 1938-1940 
by Constance M. Winchell 


Reference Librarian, Columbia University 


ECOND supplement to Mudge’s Guide to Reference Books, Sixth Edition (1936. 
504p. Cloth, $4.25) covers the publications of the three-year period, selected on the 
same general principles used for works included in the Guide and its first supple- 

ment, Reference Books of 1935-1937 (1939. 80p. 90c). In scope and form it is the 
same as the first supplement and it is planned to be used with that work and with the 
Guide. 


REFERENCE BOOKS OF 1938-1940 describes about 750 of the more important reference 
books of the period, works in English and in many other languages; about 200 more 
than in the first supplement. Includes new works, new editions of works previously 
listed, and new parts of reference continuations which were listed in both Guide and 
supplement. 


While war conditions and the resulting difficulties of publication and transportation have 


affected the flow of books from abroad, more and more reference materials are coming 


from Latin American countries, including current trade bibliographies, biographical 
dictionaries, etc. Noticeable also in the new supplement is the increase in number of 
“processed” publications in this country, many of them of considerable importance and 
usefulness to libraries throughout the country. 1941. 106p. $1.25 


CATALOGERS’ AND 
CLASSIFIERS’ YEARBOOK NO. 9 


Other New Publications 


IN SPANISH 


“Cataloging Costs,” one of eleven articles in 
this yearbook, presents a report of a four- 
month study of costs in 37 public libraries 
(whose annual appropriations are not less 
than 50c per capita) in New Jersey cities of 
25,000-150,000 population. The study re- 
corded the distribution of time of assistants 
in the general functions of acquisition, pre- 
paration, and organization of material for 
use. Some other articles: “Decimal Classifi- 
cation Section at the Library of Congress’’— 
“Report of a Survey on Standards for State 
Author Heading Lists’’—'‘Special Lists of 
Subject Headings’’—'‘What Document Cata- 
logers Would Like to See Taught in Library 
Schools Concerning the Cataloging of Gov- 
ernment Publications.” Dedicated to Charles 
Martel and Thomas Franklin Currier. 1941]. 
136p. $2.25 


American Library Association» Chicago 


Introduccion a la Practica Bibliotecaria 
en los Estados Unidos by Marian S. 
Carnovsky. A hendbook of American 
library practice addressed to librarians 
and primarily for use in Latin America. 
(150p. Cloth, $1.50) 


La Biblioteca Publica en los Estados 
Unidos. Addressed to the general pub- 
lic and based on Bostwick’s popular 
Public Library in the United States. 
(64p. 75c) 


BOOKLIST SUPPLEMENTS (25c 
each; 10 copies, $1; 25, $2; 50, $3; 
100, $5) 


The American Spirit in Fiction’ by 
Annie Laurie Etchison. (Part 2, June 
15, 1941) 


Civil Liberties and Democracy by Mar- 
garet Fulmer. (Part 2, July 15, 1941) 
Shipbuilding and Marine Engines by W. 
Philip Leidy. (Part 2, July 1, 1941) 
BOOKLIST REPRINT (10 copies, 35c; 
25, 75c; 50, $1.25; 100, $2) 


Witch-Hunting; Some Printed Aids to 
Tolerance by Fern Long, Alma Schultz, 
and Amy Winslow. (8p. June 1, 1941) 








EXTENT of RECENT REVISIONS 


For the convenience of librarians we are giving the following information 
regarding recent revisions of THE WORLD BOOK ENCYCLOPEDIA, which has 
been systematically revised for every printing since its first publication in 1918. 


EDITIONS PRIOR TO 1941 


Revisions, major or minor, have in recent years required changes in an average 
of more than 1,700 pages annually. The number of pages thus revised since 1933 
has considerably exceeded the total of more than 9,500 pages in the encyclopedia, 
many pages having been revised repeatedly to include latest information. Since 
1937, revisions have been made in more than 8,000 pages. Such revisions range 
in extent from dates, populations, statistics, and brief statements of important 
new facts, to long articles newly written or completely rewritten. 


REVISED AND ENLARGED 1941 EDITION 


Retaining the approved and tested features which have won it recognition as 
outstanding in reference efficiency, such as its single alphabet, self indexing, and 
complete letter volumes, the 1941 edition introduces 286,557 words of new text, 
and there are 2,359 pages partly or wholly revised or new, 1,245 new individual 
illustrations, 912 articles revised or newly written, 283 pages added to the set. 

An entirely new section of 16 striking pages of four-color plates, representing 
72 different bird species, has been added. This was specially painted for exclusive 
publication in THE WORLD BOOK ENCYCLOPEDIA by George Miksch Sutton, 
Curator of Birds, Cornell University. 

New long articles by new contributors are included on such subjects as Army, 
Birds, Civil Liberties, Coal, Communication, Cotton, Dolls, Home Economics, 
Hobbies, Libraries, Mexico, Pioneer Life, Propaganda, Reading, Shakespeare, 
Transportation, Wheat, etc., etc. 


SEND FOR REPRINT OF NEW “LIBRARY” ARTICLE 


This important new article, of special interest to librarians, is by John Adams 
Lowe, Director, Public Library, Rochester, New York. It includes an unusual 
two-page illustration explaining graphically the use of the library and its various 
facilities. A reprint of this article will be sent free, upon request, to any librarian. 


1941 EDITION NOW READY 


WORLD BOOK ENCYCLOPEDIA 


THE QUARRIE CORPORATION * PUBLISHERS * CHICAGO 








